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THE GAZETTE OF INDIA: EXTRAORDINARY 


IPartII— Sec. 3(i)] 


MINISTRY OF SHIPPING 

(PORTS WING) 

NOTIFICATION 
New Delhi, the 1 st March, 2011 

GS.R. 177(E).—In pursuance of clause (c) of sub-section (1) of Section 3 of the Major Port Trusts Act. 1963 
(38 of 1963), the Central Government hereby specifies the number of persons mentioned in column (3) of the Table below to 
be appointed to represent the interests mentioned in column (2) of the said Table on the Board of Trustees ot the Port of \ O 
Chidambamar for the period from I -4-2011 to 31 -3-2013. 


TABLE 


S.No. 

Interest Number of persons to be appointed 

(i) 

(2) 

(3) 

i. 

Labour employed in the Port 

2 

2. 

Representative of Mercantile Marine Depth 

1 

3. 

Representative of Deptt. of Customs 

1 

4. 

Representative of State Government of Tamil Nadu 

1 

5. 

Representative of Ministry of Shipping 

1 

6. 

Representative of Defence Serv ices (Navy) 

1 

7. 

Representative of Indian Railways 

t 

8. 

Representative of Defence Services (Coast Guard) 

1 

9. 

Other Interests as envisaged under Section (3)(l)(c)(i)(7) of MPT Act, 1963 

4 

10. 

Other Interests as envisaged under Section (3)(l)(c)(ii)(4)of MPT Act, 1963 

4 


Total 

17 
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